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Message Text 


UNCLASSIFIED 

PAGE 01 PRAGUE 02465 021420Z 
66 

ACTION FBO-08 

INFO OCT-01 EUR-06 ISO-OO A-01 /016W 

099958 

R 021355Z OCT 74 
FM AMEMBASSY PRAGUE 
TO SECSTATE WASHDC 7059 
AMEMBASSY VIENNA 

UNCLAS PRAGUE 2465 

E.O. 11652: N/A 
TAGS: ABLD.CZ 

SUBJECT: BRATISLAVA CON GEN RENOVATION. PROP 1 1228 
REF: STATE 212327, VEINNA 8217 

1. PER CZECHOSLOVAK REGULATIONS, PRAGUE EXECUTING CONTRACT FOR 
INSTALLATION OF NEW ELECTRIC ENTRANCE CABLE WITH OFFICE OF SERVICES 
TO THE DIPLOMATIC CORPS, (SSDS), BRATISLAVA, WHO WILL SUBCONTRACT. 
COPY OF DOCUMENTS WILL BE FORWARDED SOONEST. 

2. OUR UNDERSTANDING IS THE "PCI" IS ONLY FOR STARICASE, AND IS 
NOT REQUIRED FOR TANK ROOM. WE HAVE SO ADVISED BRATISLAVA 
CONSTRUCTION ENTERPRISE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974PRAGUE02465 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740278-0947 
From: PRAGUE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741079/aaaacpvd.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 212327, VEINNA 8217 
Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 OCT 2002 by ReddocGW>; APPROVED <1 1 FEB 2003 by boyleja> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BRATISLAVA CON GEN RENOVATION, PROP 11228 
TAGS: ABLD, CZ 
To: STATE VIENNA 
Type: TE 
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